TO: Director of Security 

FROM: Chisf, Technical Branch, SO 



1. This is to renund you that there vrill be a 
Project Conference on Thursday, 20 August 1953. at 
2:00 rM in the Conference Room, 2065 I Building. 


2. If you Irish to put an^^thing on the agenda, 
present any special topic or require information in con- 


nection with 
on Extension 


this Conference, 


please call the 


unrlers i pned 


Security Officer 

12 August 1953 
CC: 

Representatives from operations, 
technical, security, intelligence, 

and medical staffs. 
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